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THE MICEOSCOPY OF DEINKING WATER

Charcoal filters remove the odor as well as the organism.^*
but for sanitary reasons they are more objectionable than. tl*e
other types. In certain cases the use of sand and charco^
with liberal aeration of the water gives reasonably satisfactory
results. The Newcomb filter has been used at Springfield wit^h-
satisfactory results. A filter of this type can be made by any-~
one who has any ingenuity. In general, however, methods of
house filtration prove expensive and disappointing.